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NOTIFICATIONS BY GOVERNMENT 
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GOVERNMENT OF ANDHRA PRADESH 
ABSTRACT 

Water Resources Department- Permission for drawl of 0.004 TMC of raw water from Guntur 
Branch Canal to deliver at the rate of 1 cusec for a period of 45 days with in the present 
drinking water allocate along with construction of off take sluice at Km 3.165 on right bank of 
Guntur Branch Canal to provide drinking water facilities to Vipparla Reddypalem Village of 
Rompicherla Mandal in Guntur District - Orders - Issued . 

WATER RESOURCES ( WRG - GRC ) DEPARTMENT 

G.O.Rt.No.1598 

Dated : 06.06.2022 . 
Read the followings : 

1 ) G.O.Ms.No.37 , Irrigation & CAD ( PW : EA ) Department , dated : 21.02.2009 . 
2 ) From the Chief Engineer ( Projects ) , Nagarjuna Sagar Project Camp Office , Guntur , 
Lr.No. CE / NSP / GNT / OT4 / AEE.2 / F - 8851 / 78 / Vol.16 Dated : 08.06.2021 . 

3 ) From the Engineer - in - Chief ( Irr ) , Water Resources Department , Vijayawada , 
Lr.No.ENC ( I ) / EE / DEE2 / AEE5 / DW - Guntur District , dated : 11.05.2022 . 
@@@ 

ORDER : 

In the reference 2nd read above , the Chief Engineer ( Projects ) , Nagarjuna Sagar 
Project Camp Office , Guntur , has requested the Government to accord permission to draw 
drinking Water of 0.004 TMC to deliver at the rate of 1 cusec for a period of 45 days with in 
the present drinking water allocation as recommended by the Superintending Engineer , 
NSJC O & M Circle , Lingamguntla and construct Off - take sluice at Km 3.170 of Guntur 
Branch Canal . The proposals sent to ENC ( Irr ) for detailed report . 

2. In the reference 3rd read above , the Engineer - in - Chief ( Irr ) , Water Resources 
Department , Vijayawada has furnished his detailed report on the proposals of Chief 
Engineer ( Projects ) , NSP , Guntur i.e. , for drawl of 0.004 TMC of raw water from Guntur 


Branch Canal to deliver at the rate of 1 cusec for a period of 45 days with in the present 
drinking water allocation along with construction of off take sluice at Km 3.170 on right bank 
of Guntur Branch Canal to provide drinking water facilities to Vipparla Reddypalem Village of 
Rompicharla Mandal in Guntur district . 

3. Government , after careful examination of the proposals of Engineer - in - Chief ( Irr ) , 
Water Resources Department , Vijayawada and taking into consideration drinking water is 
the first priority as per State Water Policy , hereby accord permission for drawl of 0.004 
TMC of raw water from Guntur Branch Canal to deliver at the rate of 1 cusec for a 
period of 45 days with in the present drinking water allocation along with construction 
of off take sluice at Km 3.165 on right bank of Guntur Branch Canal to provide drinking 
water facilities to Vipparla Reddypalem Village of Rompicharla Mandal in Guntur District 
subject to the following conditions : 

Construct of OT Sluice should be carried out at most care . 

Without disturbing the canal banks , Horizontal Drilling procedure to be adopted in the 
erection of pipe line . 

Operation of the off - take sluice control should be under Water Resources 
Department and water releases depends on the availability . 

In the event of short supplied in the Guntur Branch Canal localized ayacut will have 
the priority over the present proposed . 

The Rural Water Supply Department is not entitled to claim Priority Over Other 
sanctioned users . 

The supply of water shall ordinarily be limited to the Period dates as may be decide 
by the Executive Engineer , Water Resources Department , concerned whose decision 
in the matter shall be final . 

The permit holder shall not give any Water to any Other Purpose than under the 
permit and any infringement of this condition shall entitled summary cancellation of 
the permission granted . 

The total utilization under the Off - take should be kept within the permitted quantum 
and it has to be ensured by installing and maintaining the measuring devices at the 
outlet of pump house . 

No cross bund shall be formed across the canal for supplying water . 

There should not be any other construction other than specified in the drawings . 

The detailed designs and drawings of off - take sluice with regulation arrangement are 
to be approved from the competent authority of Water Resources Department . 

4. The Engineer - in - Chief ( Irr ) , Water Resources Department , Vijayawada shall take 
necessary action . 

5. Copy of the order is available in the apegazette.cgg.gov.in website . 

( BY ORDER AND IN THE NAME OF THE GOVERNOR OF ANDHRA PRADESH ) 

SHASHI BHUSHAN KUAMR 

Principal Secretary to Government . 

To 

The Engineer - in - Chief ( Irr ) , Water Resources Department , Vijayawada . 

Copy to : 

The Chief Engineer ( Projects ) , Nagarjuna Sagar Project Camp Office , Guntur . 
The P.S to Minister , Water Resources Department . 

The P.S to Principal Secretary to Government , Water Resources Department . 
Sri Dr. Gopireddy Srinivasa Reddy , MLA , Narasaraopet , Guntur District . 


The P.S. to Additional Secretary to CM . 

SC / SF . 
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